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R. N. HUNTER SALES CO. - P.O. BOX 564 - 6608 S. GRETNA AVE., WHITTIER, CALIF. 


HUNTER TOOLS 


GENERAL INSTRUCTION SHEET 
DISPLAY S: 


Hunter Tools have available (upon request), attractive multi— 
colored displays NOTICE: DISPLAYS WILL BE SENT ONLY WHEN 


REQUESTED. Orders not requesting displays will be shiped in 
boxes. 


CATALOG SHEETS: Available on all items sent on your request. 
ENVELOPE STUFFER: SENT on your request. 


‘FREIGHT ALLOWANCE: ALL shipments are FOB destination U.S.A. 


INSURANCE: 411 shipments are subject to -insurance charges at the rate of 20¢ 
per$100.00. 


TERMS: 2%.,.40 days —-———30 days net. 
‘CREDIT: Orders will be shipped on open account to all customers having 
j a "High" or "Good" rating in Dun and Bradstreet. Accounts not 


rated in Dun and Bradstreet are required to furnish one bank and 
three business references which we can check. 


RETURNED GOODS:No goods may be returned without our permission.A charge 
of 10% for handling will be made on returned goods-——except 


defective tools covered by our guarantee. NO GOODS WILL 
BE ACCEPTED UNLESS SENT TO THE FACTORY PREPAID. 


PLEASE ADDRESS ALL CORRESPONDENCE TO WHITTIER CALIFORNIA 
HUNTER TOOLS 


Sales Division R.N.Hunter Sales Co.Inc. 
6608 South Gretna Whittier California Telephone OX—93917 


HUNTER 


“TOOLS 


SMITTY DRIVER 


FOR DRIVING ALLEN AND SIMILAR TYPE SCREWS 


NOW IN THREE NEW SIZES !!! 


3 New Additions to the Popular Smitty Family 
@ Gives You a Size for Every Job 


P-2 SPECIFICATIONS — REPLACEMENT BLADES 


Key Width Socket 


ALL ABOVE ALL AB 


IN HANDLE 


@ Right Size Always Handy 


P-3 SPECIFICATIONS — REPLACEMENT BLADES 


Key Width 
Across Flats 


@ Handle Will Not Break or Bend 


P-4 SPECIFICATIONS — REPLACEMENT BLADES 


Key Width Fits Set | Socket 
Screw’ [Heed Cup Shoulder |Pocked| LIST 


HANDLE 6’’— BLADES APPROX. 3” 


| 16 | 
5/16" Shree Does 
37a" | 1a" | aya’. | ze | -30-| 
5/16" || Bae | 
sre Pete 
MADE FROM SAME HIGH QUALITY MATERIAL AS THE YANDLE 6” — BLADES APPROX. 5” 
POPULAR P-5 AND P-6 MODELS Long Series 


@ Special Heat Treat Makes Blades @ Husky— Durable Handle Allows 
Last Longer Greater Leverage 


SMITTY DISPLAY 


HUNTER TOOL DISPLAYS TELL AND SELL FOR YOU 


THE ABOVE DISPLAY IS AVAILABLE IN THREE ASSORTMENTS: 


DP2-6 (Counter Display Holding 6 P-2).........-----. eee Sock sh come Aran lyestavees $17.70 
DP3-6 (Counter Display Holding 6 P-3)._...__.............222222222222.220.1-ceeeeeeeeeeeeeeeeeeeeteeeee 17.70 
DP4-6 (Counter Disp'ay Holding 6 P-4)......---2-----eee ieee cece eee ceeceeeeeeeeteeeeeeeeeeee 19.50 


THE ABOVE DISPLAY IS AVAILABLE IN THREE ASSORTMENTS: 


DP-12M (Counter display holding 6 P6 and 6 P5).................2222..2:::eeeeeeeeeeeeees $17.64 List 
DP6-12 (Counter display holding 12 P6)...................---22-----e-eeeeeeeeeeeeeeeeeeeeseeeeees 17.28 List 
DP5-12 (Counter display holding 12 P5).........-........-22-222.22---22eseeeeeeeeeeneeeeeeneneees 18.00 List 


This display is now a standard in stores all over America—nationally advertised to 1,000,000 readers annually 


SMITTY DRIVER 


FOR DRIVING ALLEN AND S!MILAR TYPE SCREWS 


SAVES 
TIME AND TEMPER! 


No more lost time and temper looking for the “right” 
= sized wrench! The new Smitty combines the most popular, 
standard size, socket head wrenches into a sturdy knife- 
like handle small enough to fit in your pocket. 


® lad Size Always Handy 


@ Husky — Durable Handle Allows wren V/ — 5/64", 3/32" 
Greater Leverage 1/8", 5/32"... fit set 
screws #3 to 5/16” inel., 
@ Handle Will Not Break or Bend cap screws #1 to #12 incl. 


@ Special Heat Treat Makes Blades 
Last Longer 


@ Individual Blades Replaceable 


e 
Sm I tty folds knife-like into a single sturdy 
handle, small enough to fit into a pocket, yet its 
design permits greater leverage at every angle. 
When the ends of the wrenches do become worn, 
they can be made like new simply by grinding off 
the worn end. Then when it is no longer possible 
to grind the individual wrenches, they can be re- 
placed by removing the end bolt and inserting a 
new wrench of the same size. 


REPLACEMENT BLADES 


|P6 Code |61|62/63/64)65/66| |_| 
7 Seema 

eh tea, Tail 
Bl atc x1 


WEIGHT 3/32", 1/8", 5/32", 3/16" 

P-6 Per Doz 13% Ib. 7/32"... fit set screws 

P-5 Per Doz. 3¥% Ib. #10 to 7/16” incl., cap 
screws #5 to 5/16” inel. 


Oe seo 
a [oa |on P60... $1.44 


PACKAGING TOOLS ARE PACKED 12 TO A BOX. 
ORDERS FOR LESS THAN STANDARD BOXES ARE SHIPPED IN HEAVY ENVELOPES. PAT.Nto.156,677 


MAGIC TIP COUNTER DISPLAY 


HUNTER TOOL DISPLAYS TELL AND SELL FOR YOU 


Lt 


wt MAGIC -TIP 


SC REWDRIVE R 


SPM 


WHE; 


vse Zee 


WAROER THE PUSH... 
TIGHTER THE GRIP/ 


T FINEST 
| Screwdriver 
ae 0 } S i 
! Tampa y 
, J ae {2 4 Leg 
2 Le ap here : +, 1 ie 
Wy 4, 
eh ih NY v.* i H } 
IF : Hil Ha)] | | (ie) iS 
~ i : 
L ‘MODEL MODEL a MODEL ore “5 “8 Miz 
NS : FULLY GUARANTEED 
NSE i RENEE si. SSR SOD SLOAN a A IRR RS RONE SESS SSYEAIE Cea Maat 
DC-8 Magic Tip Display Assortment..........00............-22---220c00eeceeceeeeeeceeeccecececeeee $14.94 List 


Contains 1 A, 1 B, 1 C, 1 D, 1 M3, 1 M5, 1 M8, 1 M12 


This display is now a standard in stores all over America—nationally advertised to 1,000,000 readers annually 


MAGIC TIP SCREWDRIVERS 


Holds Screws Tight When 
Inserting or Removing 


The HUNTER’S holding mechanism is completely internal 
and fully automatic. Simple to use — just place the 


blade in the screw slot and apply slight pressure — the 
HUNTER grips it! 


@ Shockproof non-combustible plastic handle 


e@ Super hard steel center pin Tough 4155 Chromoly steel tip 


© The HUNTER starts the screw The HUNTER drives the screw 


One tool starts the screw and drives it! Simply place the tip of the 
Hunter in the screw slot and push. gently... the screw becomes firmly 
fastened to the blade tip—easy to start even in the most difficult 

places. No bulky claws to get in the way because all the screwholding 
mechanism is internal... giving a stronger grip in the screw slot. 
Hardened steel locking pin, tough chromoly steel tip, plus sturdy, all over 
construction assures long trouble-free operation. Shockproof, red 
plastic handle. Non-magnetic. Fully guaranteed. 12sizes. 


GUARANTEE If, because of improper use, 
breakage of any part should oc- 
cur, or tool should fail to operate 
properly, return the screwdriver 
with 50c to cover handling and 
postage, and the tool will be put 
in operating order. 


Blade Lengths—approx. A=34", B=34%4", C—=33%4", D=7", 
M=3/2", MS5=2 4%", M8=4 34", M12=7/2". 


Oven beonwe — eater Weight | LIST 
Length | point | Point Homdle | Per Dox.| PRICE 


#6 to #10| 7/8” 1% Ib. 


1% Ib r 
#7 to #10 * 


2 | 198 
nM" [wee [aren = [ae aa 
| ms | sv | sre] ono | earee6 | 716" | vm | ras 
2 23 See TE 
| me | ome [are] 20 | varove| [rw] 126 
J mera [rl ane] ovo | sarees] + [rm] ve | 


PACKAGING Tools ARE PACKED 12 TO A BOX. 


The Hunter Screw-holding Screw- 
driver is guaranteed against de- 
fective workmanship and ma- 
terials. 


ORDERS FOR LESS THAN STANDARD BOXES ARE SHIPPED IN HEAVY ENVELOPES. 


ESIb7TEZ LWd VSN BVILNAH 


MODEL C 
5/6 Actual Size 


a ol 


Ames 


Ames = 


ee Zeas 


COUNTER DISPLAY 


RETRIEVES 
pL UNING SLUG IN S ONDS .. 


SLOTTED Sa og [EARS 
aS | i 


ned 


FULLY GUARANTEED 


THE ABOVE DISPLAY IS AVAILABLE FOR TV12’s and TV16’s 


DTV-12 (Counter display holds 12 TVW12)...........2.22222222222222-222--ceeeeeeeeeeeeeeeceeete 
DTV-16 (Counter display holds 12 TV16).....................-.-...---0----------eeeeeeeeeeeeeee 
DTV-M (Counter display holds 6 TV12 and 6 TV16) .............-----.---2-eeeeeeeee 


$26.88 List 
35.76 List 
31.32 List 


MAGIC TIP SCREWDRIVERS 


RETRIEVES THE TUNING 
SLUG 


NEW TUNING SLUG RETRIEVER FOR 


STANDARD COIL TUNING UNITS 
@ FITS DEEP SEATED TUNING UNITS 
@ FITS NEW WIDE SLOTTED SLUGS 


It’s Sensational! You Retrieve Lost Tuning 
Slugs Without Removing the Chassis 


TENITE HANDLE ALLOY BLADE 
PRECISION MADE BUILT TO LAST 


Aap ap Sahat 


(Cut Away) SLUG IN PLACE 


(Cut Away) TV RETRIEVING 


INSTRUCTIONS FOR PROPER USE TV Slug Retriever 


IMPORTANT: Proper use of the TV Slug Retriever assures satisfaction. 
(1) Insert the Hunter TV with the blade parallel to the retaining wire. 
(2) With the blade under the retaining wire turn the blade clock-wise. 
This raises the wire and allows the driver to pass into the chamber. 
(3) Continue to turn clock-wise until the screwdriver blade falls into the 
slot of the slug—remember not to apply forward pressure on the handle 
at this time or you will rotate the center pin and prevent the screwdriver 
from entering the slot of the slug. (4) After the blade has engaged in the 
slot of the slug apply forward pressure to lock the slug to the driver. 
(5) Now turning counter clock-wise remove the slug slowly as not to damage 
the coil. It is important to keep turning the slug as you remove it. This 
method automatically resets the slug under the retaining wire. (6) When 
the slug is back in place release the screwdriver by holding the hex portion 
of the blade and pushing back on the handle. 


Overall sae igad = NET Weight 
Length a oe ke PRICE Per Doz. 


s ae ne 


PACK AGING TOOLS ARE PACKED 12 TO A BOX. 


9/16" 
9/16" 


ORDERS FOR LESS THAN STANDARD BOXES ARE SHIPPED IN HEAVY ENVELOPES. 


(10 


saa Zes 


Ames 


mom lla De may 


/ oe 
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EXECUTIVE KIT DISPLAY 


HUNTER TOOL DISPLAYS TELL AND SELL FOR YOU 


DCEK 
DISPLAY AVAILABLE | 
With Orders of 12 or More 


AND MONEY! 


SIZE—APPROX. 10” x 14” 


DRIVE-ALL DISPLAY 


HUNTER TOOL DISPLAYS TELL AND SELL FOR YOU 


DCF 4—6 
HOLDS 6 DRIVE-ALL 


COUNTER DISPLAY 


Price $11.10 


HEX DRIVER DISPLAY 


HUNTER TOOL DISPLAYS TELL AND SELL FOR YOU 


it sale 


oe a DCS-10 
HOLDS 10 HEX DRIVERS 


COUNTER DISPLAY 


Price $6.24 


TV EXECUTIVE KIT 


NOW THE SERVICEMAN CAN CARRY ALL THE 
TOOLS HE NEEDS IN HIS SHIRT POCKET 


e A COMPLETE TOOL SET FOR OPENING THE BACK OF ANY 
TV SET 


© Set Consists of Shirt Pocket Size: 
... Y%" Nut Driver... Regular Screw Driver 


...Recess Driver... One DeLuxe Plastic Kit 


PRICE WEIGHT PACKED 
1.65 Per Set 2¥% |b. Per Doz. 12 to a Box with One Display to Each Box 


DRIVE-ALL Recess, Phillips, Regular Screws 
With One Tool 
° COMPLETE KIT OF SCREW DRIVERS 
° 2 RECESS AND 2 REGULAR BLADES 
¢ FOLDS INTO KNIFE-LIKE HANDLE 
° WORKS AT ANY ANGLE 
e GREATER LEVERAGE 
¢ SMALL ENOUGH TO FIT INTO POCKET 


PRICE WEIGHT PACKED 
1.85 4 lb. Per Doz. 12 to a Box or 6 on a Display (DCF4-6) 


NOW DRIVE SOCKETHEAD SCREWS FAST 
WITH A SCREW- DRIVER ACTION S yas 


Longer Length Makes Working in Tough Places Easy = The Tremendous Increase in the 
Use of Soeket Head Screws Makes a Kit ot Spacey An Essential Part of All Tool Boxes 


BLADE HANDLE 
@ MADE FROM QUALITY ALLOY STEEL @ TOUGH TENITE Il PLASTIC 
@ BUILT TO STAND GREATER TORQUE PRESSURE @ SHOCK-PROOF 
@ TEMPERED BY EXPERTS FOR LONGER SERVICE @ HAMMER-PROOF 


Length of Diameter 
Blade Outside of 
of Handle Handle 
2" ” 


.050” 


1/16" 
5/64" 
3/32" 


1/8” 
5/32" 
3/16" 
7/32" 
1/4" 
5/16" 


PACKAGING TOOlS ARE PACKED 12 TO A BOX. 
ORDERS FOR LESS THAN STANDARD BOXES ARE SHIPPED IN HEAVY ENVELOPES. 


Code F4 


SCREWDRIVER DISPLAYS 


OFFER YOUR CUSTOMERS A COMPLETE SELECTION OF SCREWDRIVERS 


AND INCREASE YOUR SALES WITH THIS ATTRACTIVE DISPLAY 


5-A ASSORTMENT 


3-L182 3-L3164 
3-H183 3—-H3166 
3-H3162 3-L3168 


VALUE $48. 44 
@ 


Be i 


Salesmaster 


/ ae 


HUNTER: 


The Jr. Salesmaster No. 
5-A is available with 
orders totaling 48 as- 
sorted units or more. Size 
17%2x9¥V2 inches. Color 
is yellow —trimmed in 
black with red emblem. 
Board Sent Only on Request 


(This assortment consists of 50 Drivers) 


3-L31610 3-H146 
3-H141 3-L148 
3-L144 

e 


2-—H5164 2-H3910 2-R3 
2-H5 168 2-R1 


3-H1410 2-H386 2-R2 


WEIGHT (Board Only) 1 Ib. 
® ® 


THIS DISPLAY IS FREE WITH A BALANCED, MINIMUM STOCK 
OF SCREWDRIVERS 


No. 10-A 


This Assortment Includes One No. 10-A Display Board Completely 
Assembled With From 1 to 3 of a Kind of 29 Sizes and Styles of 
HUNTER SILVER-TIP and DURA-TIP SCREWDRIVERS 


TOP QUALITY — 79 SCREWDRIVERS — _ DISPLAY FREE 
& 3—L182 2—L31610 2—H182 3—H3166 3—H1410 e 
3—L183 2—L141 2—H183 2—H3168 3—H5164 
3—L3164 3—L144 3—H185 2—H141 3—H5168 
3—L3166 3—L146 3—H3 162 3—H144 2—H386 
3—L3168 3—L148 3—H3164 3—H146 2—H3810 


Value $73.36 3p] 


3—R2 


3—R3 


3—H148 


WEIGHT (Board Only) 6 Ibs. 


—_ 


SILVER TIP SCREWDRIVERS 
DROP FORGED ALLOY STEEL BLADE---TENITE Il HANDLE 


& THE HANDLE THE SILVER-TIP 
© HAMMER-PROOF — BREAK-PROOF © DROP FORGED 
@ SHOCK-PROOF — NONCOMBUSTISLE @ ALLOY TOOL STEEL 
@ CLEAR “RED GLOW” GLOSSY FINISH © HAND STRAIGHTENED 


@ TENITE I! TOUGHEST HANDLE EVER DEVELOPED @ PENETRATE BLACKENED TO RESIST RUST 


: SILVER-=TIP the BEST SCREWDRIVER Made 


OPEN STOCK 


* HANDLE WEIGHT 
DIAMETER LENGTH PER DOZ. 


& PACKAGING TOOLS ARE PACKED 12 TO A BOX. 
ORDERS FOR LESS THAN STANDARD BOXES ARE SHIPPED IN HEAVY ENVELOPES. 


DURA-TIP SCREWDRIVERS 


Only DURA-TIP by HUNTER offers all these QUALITY 
FEATURES in the low price field 


6150 CHROME-VANADIUM BLADE THE BEST TENITE Il HANDLE 
BALANCE BLADE AND HANDLE HAMMERPROOF — BREAKPROOF 
PLATED TO RESIST RUST SHOCKPROOF — NON-COMBUSTIBLE 


DURA-=TIP |s the lowest priced QUALITY SCREWDRIVER Made 


OPEN STOCK 
- Sa BLADE WEIGHT 
CODE List price_| PER DOZ. 
L-182 1/8 2 
L-183 1/8 3 
L-3164 3/16 4 
L-3166 3/16 6 
L-3168 3/16 8 
L-31610 3/16 10 
L-141 1/4 1% 
L-144 1/4 4 
& L-146 1/4 6 
L-148 1/4 8 
R-1 3/16 3 
R-2 1/4 4 
R-3 5/16 6 


PACKAGING TOOLS ARE PACKED 12 TO A BOX. 
ORDERS FOR LESS THAN STANDARD BOXES ARE SHIPPED IN HEAVY ENVELOPES. 


BRAD PUSHER DISPLAY 


HUNTER TOOL DISPLAYS TELL AND SELL FOR YOU 


pass hammer to brads! 
USE THIS NEW MA GWVETIC 
BRADPUSHER 


__FULLY GUARANTEED , 


DCX-8 (Counter display holding 8 Bradpushers) _...................2...22-e-eeeeeeeeeeeeeeees $15.20 List 


SAW FILER DISPLAY 


HUNTER TOOL DISPLAYS TELL AND SELL FOR YOU 


see Zem 


. bo IT 


YOURSELF CN 
SRE 


DO IT QUICK ! 
DO IT BETTER ! 


NOW. 


Simple 
Easy Te 
Use... @ 


amoocns 


PACKED: Each Saw Filer Comes Attached 
to An Attractive Display Card 


BRAD PUSHER 


Whe Sensational Hew “Tool te use Wherever Grads are Used- N 


“oN 
. 


Pushes Brads Into Wood Like Magic 
Drives All Sizes of Brads 

Counter-Sinks Heads in Same Operation 
Works Easy in Hard-to-Get-at Places 
Hammer Proof Handle for Driving Brads 
Into Extra Hard Wood 


PRICE 1.90 WEIGHT PACKED; 12 to a Box or 
2% Ibs. Per Doz. 8 to a Display 


Now Do It Yourself © Do It Quick © Do It Better 


‘Yes! Now anybody can sharpen a sow with this HUNTER SAW FILER. 


Each filer is individually carded with complete simple to follow instructions 
that makes anybody an expert. 


WEIGHT PACKED: Each Saw Filer Comes Attached PRICE 
} 10 oz. Each to An Attractive Display Card 2.50 


TUFF BOY HANDLES 


TENITE Il TOUGHEST HANDLE EVER DEVELOPED 


Meets High Government Standards 
e FOR REPLACEMENTS FOR PICKS ¢ FOR FILES 
‘© SHOCK-PROOF e BREAK-PROOF e HAMMER-PROOF 


x xm KK KK 


15/16 x 2 ; 11/8x 41/4 

| TH1—1 |b.) TH8—1 Ib. THI5—1% Ib.} TH4—1 Ib.) TH12—1% Ib./TH18—2 Ib. 
TH2—1 Ib.} THY—1 Ib. TH1I6—1 lb. TH5—1 Ib} TH13—1 Ib. 

TH3—1 Ib.) TH1IO—1% IbJ{TH17—2 Ib. TH6—1 |b.) TH14—1 Ib. 


PACKED: Bulk 


PIPE WRENCH DISPLAY 


HUNTER TOOL DISPLAYS TELL AND SELL FOR YOU 


an 6tiee 
DINSIDE) 


wy 
PIPE-WRENCH 


_ DIPW-8 Internal Pipe Wrench Assortment...............-.------------c--s0-eeceeneeeeseeneeeenes $18.08 List 
Consists of 1-1" IPW, 2-34” IPW, 4-12” IPW, 1-32" IPW 


ZIP-BACK DISPLAY 


HUNTER TOOL DISPLAYS TELL AND SELL FOR YOU 


cITS ANY DRILL PRESS 


fant) 7|P-BALK 


CHUCK KEY 


4 
a 
‘ 
i NEVER LOST OR MISPLACED, ALWAYS 
y WHERE NEEDED, MANY APPLICATIONS 


DCCK-12* (Counter display holding 12 Zip Back CK) eae tee eee $30.00 List 
DCZB-12 (Counter display holding 12 Zip Back KR) .................-.-..2....------+-- 30.00 List 


*Shown 


INTERNAL PIPE WRENCHES 
The ‘Inside’ Pipe Wrenth MAKES HARD JOBS EASY 


Merely insert into pipe and turn. The-knurled eccentric cam locks 
on the inside wall, and provides a positive for turning the pipe either 
way with an ordinary wrench. 


These wrenches are indispensable to plumbers, steam fitters, boiler it 
makers, machinists, etc. Does thousands of jobs. Mi jit 
watt i 
ili te 


cs ote 


@ WRENCH ENTERS PIPE WITH CAM IN PLACE e@ CAM GRIPS INSIDE PIPE 
FREE | 
BARBY LERTHERETTE case When Purchased as a Group Are Packed in a Handsome 


Leatherette Case The Four Popular Sizes (34", 42", %" and 1") 
Set of 4 popular sizes with handy case, list price .. o> 


[ome | weer foes | 4 
2% Ibs. Per Doz. 4!" 6 lbs. Per Doz. 2: — 
4 lbs. Per Doz. ‘i 11 Ibs. Per Doz. 2.98 
PACKAGING TOOLS ARE PACKED 12 TO A BOX 


ORDERS FOR LESS THAN STANDARD BOXES ARE SHIPPED IN HEAVY ENVELOPES. 


ZIP-BACKS 


AUTOMATIC KEY RETRIEVER 
A Must For Anyone Using Keys 
* NO LOST KEYS * QUICK ACTION 
* NO STRAPS TO CATCH * ALWAYS HANDY 


The ZIP-BACK is no larger than a pocket watch . . . precision made REAR VIEW 
. heavy chrome plated with a special swivel to prevent the rugged SHOWING CLIP 
chain from twisting. 


DRILL PRESS MODEL 


* TESTED AND APPROVED IN MANY LARGE INDUSTRIAL 
PLANTS 


* CHUCK KEY ALWAYS HANDY — WHERE YOU NEED IT 
* BUILT RUGGED TO WITHSTAND YEARS OF HARD USE 
* ATTACH TO ANY DRILL PRESS 


Code CK 


‘TEE CLAMP DISPLAY = 


HUNTEP TOOL DISPLAYS TELL AND SELL FOR YOU _ 


DTC-1 (Counter Display Holding 1 Tee Clamp) 
Sent With Orders of 6 Assorted Tee Clamps 


NO-MAR DISPLAY 


HUNTER TOOL DISPLAYS TELL AND SELL. FOR YOU 


DVJ-1 (Counter Display Holding 1 No-Mar) 
4 Sent With Orders of 12 Assorted No-Mars 


TEE CLAMP 
* A Quick Action Drill Press Clamp 


Here Is a New Hold Down Clamp 
Packed With Features to Save You 
TIME, TEMPER AND MONEY 


yy Faster clamping action. 
yy Reduces set up cost. yy Rugged... 
yy V groove holds down round material. 


yy Positive Grip Clamp will not loosen and 
allow material to slip. 


bevvovtswr>s¥ 


Pepois 
I 


‘ 
4 


yy Tapered end allows clamp to operate 
close to working area. 


SIMPLE EASY TO USE 


For drill presses with elongated slots in the 
table, the Tee Clamp is merely slipped up 
through the slot ready for instant use. For 
tables, benches, etc. with smaller slot and 
round holes just remove the knob . . . insert 
the adjustment screw through the hole and 
replace the knob. Clamp is ready for use. 


[MODEL] A [8 | © | rice | weicnr 
oa a 
Ee ee 
rresxs | ay" | 4" | 6” | 410 
oe 


s-Standard (Black) D-Deluxe (Chrome) 


CODE TC 


NO-MAR VICE JAW 


LOW PRICE — DURABLE 


The No-Mar Removable Tenite II Vice Jaw is 
the first durable low price removable vice jaw 
made. The big advantage of the No-Mar 
Vice Jaw is that regardless of the rough useage 
it may be subject to, it WILL NOT TRANSFER. 


MADE IN 212” - 3” - 3142" - 4" - 41," - 5 AND 6” 


WEIGHT PACKED 12 PRICE 
TO A BOX ALL SIZES 1.00 


TOOL KITS 


T-1 ELECTRICAL —RADIO & TV 
Deluxe 


Made from rugged top grain cowhide the T-1 will 
outlast all other kits. Contains seven pockets— 


snap loop—hammer loop. Kit is sewed and riveted. 


= 


List: $4.65 Weight: 3% Ib. Packaged: Bulk 


T-2 ELECTRICAL — AUTOMOTIVE 
Deluxe < 


Made from rugged top grain cowhide the T-2 
has 2 small and 2 extra large pockets as well as a 


hammer loop. Kit is sewed and riveted. 


List: $4.25 Weight: 12 lb. Packaged: Bulk 


T-3 ELECTRICAL — PLUMBING 
Deluxe REFRIGERATION — WELDING 


Made from rugged top grain cowhide the T-3 is 
compact yet roomy. It has 1 large and 2 small 
pockets. Kit is sewed and riveted. 


List: $3.10 Weight: 1% lb. Packaged: Bulk 


T-4 ELECTRICAL—RADIO & TV 
Heavy WELDING — PLUMBING 
Deluxe REFRIGERATION 
Made from chrome retanned cowhide the T-4 is 2 
the ruggedest tool pouch ever offered. It contains 4 


one extra large and 2 small pockets. Pouch is 
sewed and riveted. 


List: $4.20 Weight: 1% Ib. Packaged: Bulk 


T-5 ELECTRICAL—RADIO & TV 
Heavy 
Deluxe 


Made from chrome retanned cowhide the T-5 is 


the ruggedest tool kit ever offered. 


List: $5.10 Weight: 12 Ib. Packaged: Bulk 


TOOL KITS 


ELECTRICAL— RADIO & TV T-6 
REFRIGERATION — PLUMBING Deluxe 
WELDING 


Made from rugged top grain cowhide the T-6 has 
1 extra large and 2 small pockets. Kit is sewed 


and riveted. 
Packaged: Bulk Weight: 10 oz. List: $3.75 
AUTOMOTIVE — WELDING T-7 


REFRIGERATION —PLUMBING = Standard 


Made from top grain cowhide the T-7 has 1 large 
and 3 small pockets. Pockets are made of lighter 


cowhide. Kit is sewed and riveted. 


Packaged: Bulk Weight: 5 oz. List: $2.85 
REFRIGERATION T-8 
WELDING — PLUMBING Standard 


Made from top grain cowhide the T-8 has one large 
pocket. Pocket is made of lighter cowhide. Kit is 


sewed and riveted. 


Packaged: Bulk Weight: 4 oz. List: $1.95 


AUTOMOTIVE — WELDING T-9 
REFRIGERATION—PLUMBING Standard 


Made from top grain cowhide. The T-9 has one 


pocket and is sewed and riveted. 


Packaged: Bulk Weight: 3 oz. List: $1.50 
ELECTRICAL —RADIO & TV T-10 
REFRIGERATION Deluxe 
PLUMBING — WELDING 


Made froin top grain cowhide the T-10 is a rugged 
handy small pouch containing two pockets and a 


hammer loop. Kit is sewed and riveted. 


Packaged: Bulk Weight: 5 oz. List: $1.98 


TOOL KITS 


T-14 CARPENTERS 
LATHERS — WOODWORKERS 


MADE FROM CHROME 


Split retanned cowhide the T-14 will 


outlast all other aprons by years. The : 
T-14 contains 2 large—2 small pockets 

—2 hammer loops. Apron is sewed and & 
riveted. 


List: $5.10 | Weight: 13 oz. Packaged: Bulk | 


TR-8 TOOL ROLL 


i i 


MADE FROM VINYL PLASTIC © 


The TR-8 has 8 pockets from 14" to 
134'' wide which holds any assortment 
of 8 tools (screwdrivers, etc.) 


List: $1.25 Weight: 2 oz. Packaged:. Bulk 


£/ 


TR-10 - TOOL ROLL 
MADE FROM VINYL PLASTIC 
The TR-10 has 10 pockets from 1%4"'-to 


2'' wide which holds any assortment of 
10 tools (screwdrivers, etc.) & 


| Lis $1.35 Weight: 3 oz. Packaged: Bulk 
SPECIAL SIZES CAN BE MADE FOR SPECIAL ORDERS 


/ io 


a) 


PLASTIC HAMMERS 


ONLY MATTICKS by Hunter 
Give You ALL These Features 


& (1) THE MATT-LOK * (3) NON-RUSTING HEAD 
Head Can't Turn Off (4) REPLACEABLE 

* (2) MACHINED STEEL HEAD CELLULOSE TIPS 
Won't Split or Break ~ 


Matticks Hammers are the safest softest hammers made, 
statically balanced, tough, soft faces produce better work. More 
economical, too, because’ they out-last other soft hammerc of 
wood. rubber, or f c, and worn tips are easily replaced. 


LIST PRICE 
Each Dozen 


Tips are easily replaced and will not loosen in use. They may be ordered separately by 
specifying tool number tips only. Hammer handles also may be ordered separately. 


PACKAGING - BULK 


PLASTIC MALLETS 7 e 


THE SEVEN SIZES LISTED MEET THE REQUIREMENTS OF THE 
DIE MAKERS, SHEET METAL AND OTHER TRADES... 


The heads of these mallets are made of tough resilient cellulose plastic . . . when heads 
become distorted or damaged they can be faced back with a file or grinding wheel. 


Length | Dia. Handle Head 
Head | Head Fred Weight 


WEIGHT 
ee | 75 | 29" | 34" | 
Sec oof ave | 
je Mendis rare 
PACKAGED | 150 _| 
In Bulk 


Code PM 


GREASE INJECTOR 


e MAKES PACKING SPRINGS QUICK AND EASY 
e REACH GREASE FITTINGS IN CROSS-AND-YOKE TYPE 
UNIVERALS (Chrysler Products, Etc.) Price $1.70 


WEIGHT The Hunter grease injector fils oll openings on stondord greose fit- 
tings. Simply adjust the injector agains! the openings by vsing o 

‘wisting ‘motion. Forces grease into battered fillings ano through 

Y2 |b. Per Doz. openings where fittings are missing. Does jobs thot cannot be done 


by regulation equipment. The small opening in tip of injector, in- 
creases pressure lo approximately eight times norma! 


Quickly lubricates universal joints, water pumps, metol-covered 
PACKED y 
springs, wheel bearings, etc. Reaches grease fittings in cross-ond- 
. yoke type universols—such o1 on Hudson, Studeboker, Ford ond Jeep. 
12 to Box or 12 on Display To lubricate bool-type universals on Chrysler products, punch smoll sone Form by merely pains: 
(Display Code DCG1-12) hole in boot-éover. Where boot-type universal: hove metal plug Save: Tereek, Sacahae’ Gud tot it: 


(such as Dodge), remove plug. Not necessary to insert Atting 


before bebrlesiing,: Code Gl 


NAIL SET 


SETS FINISHING NAILS IN ONE EASY OPERATION 


HARDENED STEEL CENTER PIN 
GUIDES — DRIVES — COUNTER SINKS HEAD 


* Automatically Sinks Head to Correct Depth 
* Eliminates Bent Nails 
%* Prevents Hammer or Punch From Touching the Finish 


PRICE WEIGHT PACKED: 12 to a Display 
Code NS 48 1 Ib. Per Doz. (Code DCNS-12) 


AUTOMATICALLY CENTERS AND MAKES STARTING 
HOLE FOR SCREW 
* CUTS HINGING TIME IN HALF 


SELF CENTER PUNCH .. . Just place the punch in the hinge hole and 
tap with hammer. This makes a perfect hole in which to start the screw 
accurately. 


PRICE WEIGHT PACKED: 12 to a Display 
4B 1 Ib. Per Doz. (Code DCCP-12) ; 


yw INSTANTLY SHAVES STICKING DOORS... 
WINDOWS... SCREENS 

yy DESIGNED TO BE USED WITH A WOOD LATHE 

Available in Both Right and Left 


PRICE WEIGHT PACKED 
1.74 5 Ibs. Per Doz. 6 to a Box 


PERFECT KNURLING—MATERIAL MAY BE ROTATED 
IN LATHE OR DRILL PRESS—OR HELD IN VICE 


KNURLING PATTERNS D=Diamond S=Straight 


saa Zee 


Code CP 


Fine (S-29) Medium ($:24) Heavy (S-19) Fine E30 Mediu D)_ 21 ”D-16 


Shown above are several po) ae eenione terns. Each rollers. Face of roller 4%” — diameter 34". Super-quality, 
seo ggnoal rll (DS includes one igh and wo lefr. qoveniamimatinmnbingacent — $4.50 for set of three. 
set of 51 ) consists of three identical 


— >; a 
>: PRICE WEIGHT PACKED 
Complete Knurler with D21 Roller 1 Ib. Each 1 to a Box 
eames S=5= ($15.00 


NOT JUST A DISPLAY - - - BUT A POWER 
PACKED MERCHANDISING PROGRAM @ 


* DEVELOPED AFTER TWO YEARS OF RESEARCH 
* BASED ON SUGGESTIONS OF OVER 1,000 
RETAIL DEALERS 


And Now All This ts abate: - 
YoU { 


YES! TWO MODELS 
OF THESE UNIQUE 
MULTI-COLOR 

POINT OF SALE 
TURN-A-BOUT 
DISPLAYS ARE 
FURNISHED COMPLETE 
READY TO ASSEMBLE 


TURN-A-BOUT TURN-A-BOUT 
DELUXE JUNIOR 


a, 


HUNTER 
TOOLS ; 


R.N. HUNTER SALES CO. 


Mailing Address: P.O. Box 564 
6608) South Gretna Avenue 
Whittier - 


- California 


